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Chapter 1 by Supercomicbookgirl 


The water supply is poisened, but I'm the only one who knows. 


Chapter 2 by Unkie 


| know because | watched them do it...and they did it on purpose!!! 


Chapter 3 by Totally Olive 


| watched him grin as he did it "now they'll see" he kept repeating 


Chapter 4 by Unkie 


He turned and saw me as | ran away In fear for my life. 


Chapter 5 by Bryson Dunsmore 


While | was running away,! heard loud footsteps following me. 
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Chapter 7 by bruh26 (fF 


| believed, though, so | ran even faster. 


Chapter 8 by Sam | am (fF 


| ran until my legs and feet couldn't carry me any further. 


the end 
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